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ROHPn INSTALLATION INSTRUCTIONS 


ROHFIX takes your RONSNITCH-equipped TS2868 nearly I90X Specirut soHnare cotpatable. Non, with ROHFIX, those British proqrats 
that didn't run properly for you should work just fine. BEFORE YOU INSTALL ROHFIX, HAKE SURE THAT YOUR ROHSNITCH DOES NOT HAVE 
ANY ELECTRONIC COHPONENTS HOUNTED ON ITS UNDERSIDE. If it does, you have an updated ROHSNITCH version and you should neither use 
nor need ROHFIX. 


The ROHFIX device is to be installed pertanently inside your TS2868 cotputer just as you installed your ROHSNITCH: piggybacked 
under an integrated circuit chip. But ROHFIX aounts under a different chip than the ROHSNITCH. 

Retove the screws frot the back of your TS2lil68. Then turn it with its top side up and discharge static electricity frot your body 
by totentarily touching a grounded object, such as a radiator, w^er pipe, or thejittle screw head on the cover of your wall 
electrical outlet socket. Carefully open the lid. ^ 


K . ’ 


Find the EXROH chip (labeled U20 on the printed circuit board at the top end oF the chip) located just to the upper right Froe 
the TS ROH socket or your ROHSHITCH. NOTICE THAT ITS UPPER END HAS A SHALL HALF-CIRCLE NOTCH. CareFully reeove the EXROH chip 
just as you resoved the ROH chip For installing ROHSNITCH: by prying the Front end up with a stall screudriver. To protect this 
chip Frot static datage, put it pins-doun on a daap Flat sponge or a sheet oF black conductive plastic Foat. Nom plug the ROHFIX 

unit into the EXROH socket. Hake sure its end uith the snail white dot or notch Faces upward with the resistors at the botton 

end. Plug the EXROH chip into the ROHFIX, piggyback style. HAKE SURE THAT THE EXROH CHIP IS INSTALLED THE NAY YOU REHOVED IT: 

NITH THE NOTCHED END UPNARDS. Check to be sure that all the pins oF the ROHFIX and EXROH are plugged in correctly. 


Reasseable your conputer and away you go! 


RUSSELL ELECTRONICS 
RDl Box S39, Centre Hall PA 16828 




I 

« 





